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Earth Current Measurements 


By MARY kK. CORR 
High Frequency Transmission Development 


LECTRIC currents con- 

tinually flowing in the earth’s 

crust from natural causes, but 
no one was aware of their presence 
until the middle of the last century 
when they manifested themselves as a 
source of interference in the grounded 
circuits of telegraph lines. These earth 
currents are continually changing in 
magnitude and direction at a given 
place. Their general characteristics 
also change considerably with loca- 
tion, showing greater variation in 
polar regions than near the equator, 
and also in mountainous sections 
where the soil is thin than in broad allu- 
vial valleys. They appear to be associ- 
ated systematically with conditions on 
the sun, with the magnetic state of 
the earth, and also with certain phe- 
nomena involved in radio transmis- 
sion. For this latter reason in particu- 
lar the investigation of earth currents 
is of importance to the Bell System. 
Since the measurements involved are 
made by determining the voltage be- 
tween two points of the earth’s sur- 
face many miles apart, the telephone 
company with its widespread wire 
network is in a particularly advan- 
tageous position to undertake such 
earth current studies. 

Conditions have recently been ex- 
plored by means of instruments mak- 
ing continuous records at various lo- 
cations along the Atlantic Coast from 
Maine to Florida and also in both the 
upper and lower Mississippi Valley. 
The measurements in Florida included 


the use of a submarine cable circuit to 
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Cuba. With circuits approximately 
100 miles long, the voltages recorded 
under ordinary conditions are usually 
less than 10 volts, but with excep- 
tionally disturbed conditions, for ex. 
ample during auroral displays, tran- 
sient voltages six or more times the 
normal have been observed. During 
periods when the earth currents are 
normal, there is found to be a pro- 
gressive change in the direction of flow 
which results in two complete rota- 
tions every twenty-four hours. These 
diurnal changes vary but little from 
month to month, and consequently 
the peak values always occur at nearly 
the same hours of the day. The time 
of sunrise seems to be associated in 
some manner with a reversal of flow 
from west to east, but the correlation 
at sunset is less satisfactory, possibly 
because of insufficient data. There is a 
gradual decrease in the magnitude of 
the currents with the approach of 
winter and a gradual increase again to 
the height of the summer season. At 
higher latitudes this seasonal varia- 
tion is more pronounced than near 
the equator. 

Although for many years earth- 
potential differences were observed 
during electromagnetic storms on 
various circuits of the Bell System, 
systematic studies of earth current 
conditions as related to radio trans- 
mission and magnetic storms were 
first undertaken in 1928. These in- 
vestigations, which were continued 
over a period of about four years, es- 
tablished a definite correlation be- 
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tween abnormal earth currents, mag- 
netic storms, and variations in trans- 
oceanic radio transmission. In 1932, 
the scope of the work was extended to 
include a study of normal variations 
as distinct from the disturbed condi- 
tions to which the previous studies 
had been restricted. Locations were 
chosen for these further measure- 
ments at Wyanet, Illinois, which is 
situated in the Mississippi Valley 
where the soil is believed to be very 
deep and the geological formation 
homogeneous; at New York, which is 
located at the northern edge of a region 
known to have high resistivity; and at 


REGION OF HIGH EARTH RESISTIVITY 


Fig. 1—Earth currents have been investigated along the At- 
lantic Coast and in the Mississippi Valley by using telephone 
lines to measure potentials between widely separated points 
in the earth's crust. The distances between points and their 
ortentations are indicated by the heavy lines within the circles 
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Houlton, Maine, which is much more 
northerly than either of the other two 
places and is in the region where 


GROUNDED CIRCUIT 
RECORDING 30 MILES OR MORE IN LENGTH 


VOLTMETER 


GROUNDS SEVERAL FEET sie 
BELOW EARTH’S SURFACE 
FOR UNIFORM TEMPERATURE 


Fig. 2—Voltages developed between points 

in the earth 30 miles or more apart have 

been recorded by using wire lines to connect 
these points to a meter 


auroras appear frequently. At these 
locations continuous recording was 
done over a period of at least one year. 
Measurements were also made for 
short periods at sev- 
eral other points along 
the Atlantic Coast. By 
this procedure the 
characteristics of the 
diurnal variation were 
established for the 
places which are indi- 
cated on the map, Fig- 
ure 1. The two lines in 
each circle indicate the 
distance apart of points 
between which meas- 
urements were made, 
and their orientations. 

The earth as a con- 
ductor is so extensive 
that it is not practical 
to measure earth cur- 
rents by methods which 
would be used in a wire 
circuit. The measure- 
ments made are ac- 
tually in terms of the 
voltage between points 
on the earth’s surface, 
as indicated schemati- 
cally in Figure 2; the 
wire line serves only as 
a means of connecting 
the two widely sepa- 
rated ground points to 
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the measuring device. To de- 


termine changes in direction of - 


current as well as magnitude, 
it is of course necessary to 
record the potential simul- 
taneously in two lines at the 
same place, disposed prefer- 
ably at right angles to each 
other. As far as the existing 
plant network will permit, 
two associated circuits are so 
chosen that one runs north- 
south and one east-west. These 
circuits must be many miles 
long in order to minimize the 
effects of stray electric cur- 
rents of man-made origin. 
Figure 3 shows the two Leeds 
and Northrup recording po- 
tentiometers used at Wyanet, 
and the meters required for the 
frequent checking of the lines 
under test. Part of an earth 
potential record for a rather 
disturbed day can also be seen. 

The record of a_ typical 
quiet day, shown in Figure 4, 
was made on a cable pair ex- 
tending westward about sev- 
enty-five miles from Wyanet. 


Fig. 3—A recording voltmeter is used to measure 
the earth potentials which fluctuate continually 


The potential found was small and from 4 p.m. until midnight but re- 
oscillated about the zero line from versed direction every hour or two. 
midnight until 7 a.m., when the cur- Many short period oscillations were 
rent began definitely to flow eastward. also superimposed on the longer 
This continued until noon when the swings. The maximum potential re- 
direction of flow changed to westward corded for the day was approximately 
and remained so until about 4 P.M. two volts, at 10 a.m. During abnormal 
The potential was relatively large periods, which may last from a few 
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Fig. 4—The direction in which earth currents flow at a given place changes during the 
day. At sunrise there 1s a reversal in direction from west to east 
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minutes to several days, the behavior 
becomes very erratic, sometimes caus- 
ing reversals of direction from +65 to 
-5 volts within a minute. Measure- 
ments of earth potential made by the 
Carnegie Institution of Washington 
at Watheroo in Australia indicate 
that in the southern hemisphere a 
very similar east-west diurnal charac- 
teristic exists. 

A graphic summary of one year’s 
work at Wyanet in which the potential 
gradients or mean diurnal variations 

r unit distance are given for each 
month in so-called fishbone diagrams is 
shown in Figure 5. These 


noted that the magnitude of seasonal 
change in magnetic variation also de- 
creases with decreasing latitude and 
becomes rather insignificant at the 
equator. 

The potential gradient as measured 
at New York shows a much con- 
strained rotational pattern, the po- 
tential changing abruptly from north- 
west to south-east, but the total 
amount of rotation, 720 degrees dur- 
ing each twenty-four hours, is the 
same as at Wyanet. An area of high 
resistivity to the south-west of the 
New York circuits is believed to be 


diagrams indicate that N 
5 
during each day there MILLIVOLTS PER 
a rotation of the direc- KILOMETER y 
° ARROWS INDICATE STRENGTH & DIRECTION OF EARTH POTENTIAL 
tion of the earth poten- 
tial flow through 720 de- ; 
tioned, the daily varia- \ a j 

over a period of months, \ “—_— / 
so that the peak values sept, 
appear at about thesame \ / 
seasonal changes show a \ 
gradual decrease in the “™ * TY 

tors as winter ap- 
gradual increase again } \ 
summer. Measurements j \ 
made at Houlton yielded ™4®: 
similar results. In this y k 

more northern location / 
the amplitude of the di- ctl 4 
urnal variation is 
oughly four or five june 
times as large as at 
Wyanet, _and the Sea- 2 2 4 6 6 10 NON 2 4 6 8 1 
sonal variation is much AM LOCAL TIME PM 


morenoticeable. Observ- 


ers in the field of ter- 
restrial magnetism have 
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Fig. s—The daily changes in direction of flow of earth cur- 
rents vary little from month to month. The currents are greater 
in amount during the summer months 
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the underlying cause of the directivity 
of the flow in this locality. The annual 
variation in the magnitude of the po- 
tential gradient reaches a maximum 
in the summer and a minimum in the 
winter at New York, just as at Houl- 
ton and Wyanet. The maximum 
amplitudes of earth potential meas- 
ured during one year at Wyanet, New 
York, and Houlton were roughly in the 
ratio of 2:6:10. At each of these lo- 
cations the change of vector direction 
from west to east appears to be related 
to the hour of sunrise but the evening 
directional change is apparently dis- 
placed from time of sunset. 

At the stations where recording 
was done for only a month or so, the 
diurnal variation for the particular 
months studied was determined. These 
stations included a second New York 
circuit, extending south of the long 
term New York circuit as shown by 
the light circle in Figure 1. At this 
second New York station and at two 
locations in northern Florida the 
maximum diurnal values of the po- 
tential are large and exceed those 
measured at Houlton, Maine. At 
Jackson, Mississippi, on the other 
hand, the values are smaller than at 
Wyanet, Illinois. The direction of cur- 
rent flow along a north-west to south- 
east line predominates at New York 
and Goldsboro, while at Denmark, 
Jacksonville, and Key West a gener- 
ally east-west direction is maintained. 
At West Palm Beach, which is mid- 
way between Jacksonville and Key 
West, the direction of the current is 
rotational. It was expected that at 
Key West, with deep water covering 
almost the entire circuit to Havana, 
Cuba, and to Miami, Florida, the re- 
sistivity would be the same in all 


directions and the potential would 
not show directional selectivity, but 
such was not the case. Geological 
characteristics at West Palm Beach 
are thought to be the same asat Jack. 
sonville, but the directional patterns 
differ. There are thus several incon. 
sistencies in these characteristics that 
remain to be explained. 

A few earth current “storms” or 
violent disturbances have been stud- 
ied in detail. These are particularly 
noticeable during auroral displays, 
but also occur when no such mani- 
festation is visible. Instantaneous 
values of from 20 to 30 volts, usually 
with very rapid oscillations and re- 
versals of potential direction, have 
been recorded at Houlton during 
auroral manifestations. At Wyanet 
the aurora was much less frequent and 
the potential recorded was seldom 
more than three volts. The directional 
effects during disturbances and the 
relative magnitudes of the potential 
gradient at different sites were found 
to be the same as those for the normal 
diurnal variation. 

The underlying causes of earth cur- 
rents are not completely understood, 
but it has been definitely established 
that they have diurnal and annual 
cycles which vary with geographical 
location. When solar disturbances oc- 
cur, and during auroral displays, large 
transient earth currents flow and there 
is an accompanying disturbance in 
short-wave radio signals. Further ex- 
tension of our knowledge of these 
currents and more complete coérdi- 
nation of the data with the associated 
solar and magnetic phenomena and 
with radio transmission are needed 
because of their bearing on the engl- 
neering of radio circuits. 


Propagation of Ultra-Short Radio Waves 


By CHARLES R. BURROWS 
Radio Research 


LTRA-SHORT radio waves 

have the distinct advantage, 

where portability of equip- 
ment is a factor, that the dimensions of 
the apparatus required are relatively 
small, since these depend directly on the 
wavelength used. Waves of such short 
lengths, eight meters or less, are also 
not ordinarily returned to the earth at 
long distances by reflections from the 
upper atmosphere and therefore do 
not cause interference with stations in 
distant cities.* For these reasons 
police cars, for example, can advan- 
tageously employ ultra-short wave- 
lengths for communication with head- 
quarters; and short over-water circuits 
like that across Cape Cod Bay be- 
tween Provincetown and Green Har- 
bor, Massachusetts, become practical 
by their use}. These and the possi- 
bility of many other applications are 
making it increasingly important to 
obtain a considerably fuller knowledge 
of the transmission characteristics of 
very short waves. 

Many of the properties of ultra- 
short waves are analogous to those of 
light. The concepts of reflection, re- 
fraction, diffraction and wave inter- 
ference may fruitfully be borrowed 
from optics and applied directly in 
predicting the propagation charac- 
teristics of ultra-short waves. In sim- 
ple cases these predictions are closely 
checked by experimental observations; 
in more complicated cases experiment 
indicates that some factors may enter 


*Recorp, November, 1933, p. 66. 
tRecorp, October, 1934, 34- 
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which are at present undetermined. 

The propagation of ultra-short 
waves over level terrain can be ex- 
plained on the basis of the phenom- 
enon of reflection alone. The waves 
may be regarded as radiating from 
the transmitting antenna at some 
definite point above the ground and 
the field produced at the receiving 
antenna as the sum of two waves: one 
propagated directly between the two 
antennas, and the other by reflection 
at the ground as shown in Figure 1. 
On this basis the received field in- 
tensity can be shown to be equal to 
that which would result in free space 
multiplied by a certain factor. This 
factor within limits is proportional to 
B 


he 


Fig. 1—In the propagation of ultra-short 
waves over level terrain, energy is propa- 
gated both directly as indicated by r; and by 
reflection at the ground as indicated by rp 


the product of the two antenna 
heights, and inversely proportional to 
the product of the wavelength and the 
distance between the antennas. These 
relationships have been confirmed by 
a series of experiments conducted in 
southern New Jersey with the aid of 
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Fig. 2—This portable antenna mast is in three sections so 
that it can be carried on the side of a truck. Two men can as- 
semble and erect the eighty-four-foot structure in an hour 


the equipment shown in the accom- 
panying illustrations. 

The results are directly applicable 
to practical cases of ultra-short-wave 
transmission over level land, be- 
tween two points close enough to 
permit neglecting the curvature of the 
earth. They show that the transmis- 
sion with antennas which have the 
same configuration and dimensions, 
measured in wavelengths, is inde- 
pendent of the wavelength used. This 
means that small antennas can be 
used, for example, in mobile equip- 
ment, without decreasing the efh- 
ciency by transmitting on very short 
wavelengths, since the actual size of 
the antennas for a given output de- 
creases with the wavelength. On the 
other hand, the efficiency of trans- 
mission of antennas of a given size can 
be increased by decreasing the wave- 
length used. 

The propagation of ultra-short 
waves within a city, as in police com- 
munication, is complicated by the 
effects of buildings, trolley wires and 
elevated structures. As an automobile 
with a receiver is driven along a city 
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street, the received 
field is found to var 
from point to point in 
a very irregular way, 
as shown in Figure 3, 
When the records of 
many such trips in q 
particular city are ay. 
eraged, however, the 
data show greater reg. 
ularity and point to 
some interesting rela. 
tionships. 

The mass plot of 
these data (Figure 4) 
shows the same in- 
verse-square-of-dis- 
tance trend which is 
characteristic of trans. 
mission over level terrain. Besides 
causing the individual points to de- 
viate from the mean curve, the city 
structures moved the mean curve to 
lower values. This indicates that the 
average effect of the city structures 
was to introduce an additional attenu- 
ation which is independent of distance. 
Moreover, the mean field turned out 
to be approximately the same as that 
which would have been produced if 
all the city structures had been re- 
moved and the antenna brought to the 
same height above the earth as it had 


w 


ABOVE 1 MICROVOLT PER METER 
w 


° 


FIELD STRENGTH IN DECIBELS 


0.1 0.2 0.3 0.4 0.5 
RELATIVE DISTANCE ALONG ROUTE IN MILES 


Fig. 3—These typical large field-strength 
variations were recorded while driving 
through the business district of Boston at 
about a mile and a half from the transmitter 
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DISTANCE FROM TRANSMITTER TO RECEIVER IN MILES 


Fig. 4—Averages of field strengths observed at various distances from the transmitter 
in Boston are shown by open circles (business areas) and solid circles (residential areas). 
The upper two straight lines show the field strengths which would be observed in free 
space, and over level terrain with no buildings. The fact that the line representing the 
mean of the observations 1s parallel to the level terrain curve indicates that the buildings 
introduce an attenuation which on the average is independent of distance 


been above the average roof height. 

The field strength contours in Fig- 
ure 5 reveal some other characteris- 
tics of ultra-short-wave transmission. 
The field is consistently higher when 
there is salt water immediately in 
front of the receiver, in the direction 
of the transmitter. The fact that the 
higher field does not persist at greater 
distances, when the receiver is sepa- 
rated from the water by more land, 
indicates that the influence of the 
water is strictly local. The phenome- 
non can be explained by observing 
that the higher conductivity of the 
water makes the directive receiving 
characteristic more favorable to low 
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angle reception. Figure 5 also shows, 
by the crowding of the contours in the 
northeast corner, the relatively higher 
attenuation in the high building area. 

In all these cases it has been pos- 
sible to explain the results entirely in 
terms of reflection, and the inter- 
ference between reflected and directly 
propagated waves. When ultra-short 
waves are transmitted over the path 
whose profile is shown in Figure 6, 
however, the concepts of diffraction 
and refraction must be taken into 
consideration to explain the ob- 
served fields, on account of the pres- 
ence of an intervening hill. The vari- 
ations of field strength with frequency 
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as observed experimentally under 
these conditions are shown in F igure 
6, Curve I. The shadow effect alone is 
not sufficient to explain the attenua- 
tion-frequency characteristics of the 
path, as can be seen from Curve II. 
Taking reflection also into account, 
and assuming that the ground is a 
perfect reflector, gives Curve III. 
Curve IV includes a correction for 
refraction in addition to those for dif- 
fraction and perfect reflection. Finally 
when the effect of imperfect reflection 
is considered the curve is raised at the 
lower frequencies as shown in Curve 
V. Evidently the latter curve satis- 
factorily reproduces the general trend 
of the observations shown in Curve I. 
The fact that maxima and minima 
occur in Curve I at lower frequencies 
than those predicted by Curve V in- 
dicates that the approximate theory 
of ultra-short-wave transmission upon 
which this curve is based neglects 
factors which become important above 
100 megacycles. Further studies are 
in progress to determine more com- 


Fig. 7—Loyd E. Hunt, who is shown with 
the ultra-high frequency transmitter used 
in these measurements, and Alfred Decino 
have taken important parts in these experi- 
ments on ultra-short-wave transmission 


pletely the physical characteristics of 
ultra-short waves and indicate more 
definitely their field of usefulness as 
carriers of the spoken word. 
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Fig. 6—Profile (above) of the “non-optical” transmission path between Deal and 

Lebanon, New Fersey, and (below) the frequency characteristics for the path as observed 

(Curve I) and as calculated assuming diffraction only (Curve II); perfect reflection 

and diffraction (Curve III); refraction, diffraction and perfect reflection (Curve IV); 
imperfect reflection, diffraction and refraction (Curve V) 
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Preparing Metals for Microscopy 


By F. F. LUCAS 


HAT metals constitute one of 
the most important groups of 
materials used in the telephone 
plant is obvious. But it is not so widely 
known that the service rendered by 
metals and alloys has been greatly 
improved in recent years through 
metallurgical metallographic 
studies. Many new fields of useful- 
ness have thereby been opened. Since 
the structure of metals and _ their 
physical characteristics go hand in 
hand, the metallographer has played 
an important part in these new de- 
velopments. In this connection the 
careful preparation of metal speci- 
mens for microscopic examination has 
been found to be an indispensable 
step in the work. 
The object in preparing a metallo- 
graphic specimen is to produce a 
highly polished plane surface free 


Fig. 1—One of the most important steps in preparing spect- 
mens is a series of polishing operations on a bench plate with 
aloxite papers of progressively increasing fineness 
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from alterations so that the details of 
the structure which are subsequently 
brought out by etching will be typical 
of the metal under examination. With 
the development of high-power micro- 
scopes it became necessary to im- 
prove the technique of preparing 
specimens for examination to take 
advantage of the possibilities of the 
new equipment, for improvement in 
resolution attributable to superior 
lens systems can only be realized in 
practice by correspondingly more 
careful preparation of the surfaces to 
be examined. This is obvious when it 
is realized that we can now obtain real 
images of details which measure but 
a few hundred atoms in diameter; 
also that clearly defined details of 
structure can be observed which by 
actual measurement are only a frac- 
tion of the wave length of the light 
used to illuminate the 
specimen. In principle 
the preparation of 
specimens, which is 
merely a graded series 
of polishing operations, 
is relatively simple but 
in actual practice the 
fulfillment of all the 
requirements with the 
requisite precision is a 
difficult task. 

A metallographic 
specimen should pref- 
erably be round be- 
cause it is easier to 
hold in the fingers and 
less likely to be caught 
in the polishing lap. It 
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should be about one 
inch in diameter and 
one-half inch high. 
Small or irregular 
specimens may be 
mounted to advantage 
in bakelite rather than 
in fusible metal as was 
formerly customary. 
The first step in the 
preparation of the sur- 
face is to grind one 
face of the specimen 
flat. This is done on a 
bench grinder with a 
six-inch aloxite wheel. 
The specimen is held 
with the fingers flat 
against the surface of 
the wheel, which is 
cooled by a stream of 
cold water directed 
just above the position 
of contact with the 
specimen. The edges 
of the specimen should 
be beveled to prevent 
tearing the lap in sub- 
sequent work. Then follow a series of 
grinding operations with aloxite pa- 
pers laid on a bench plate for rigidity 
and flatness. These papers are of in- 
creasing fineness for each succeeding 
operation and vary in grade from 
number 240 to 400. The specimen is 
pushed back and forth slowly by the 
fingers under light pressure; the direc- 
tion of grinding in each succeeding 
case is across the scratches of the 
previous paper, since the object to be 
attained is the complete removal by a 
finer cut surface of the scratches of 
the preceding coarser paper. About 
fifteen minutes in all is required for 
the paper work which is one of the 
most important operations of the 
entire process since it is here that the 
foundation is laid for the final polish- 
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Fig. 2—The final polishing operation is carried out on hori- 

zontal laps covered with broadcloth which is stretched tight and 

wet with a thin paste of alundum powder and water. R. M. 
Sample is demonstrating the method 


ing operations. These latter are car- 
ried out on horizontal laps which con- 
sist of metal discs about six inches in 
diameter covered with fine woolen 
broadcloth for the preliminary lap and 
with the finest “Kitten’s ear” broad- 
cloth for the final lap. The cloth is 
held in place by a metal ring or hoop 
which fits over the rim of the lap 
wheel. The broadcloth covering is 
soaked in water before it is applied 
to the wheel so that it can be stretched 
tightly across the surface by the ring. 
A separate polishing head or machine 
should be used for the final polishing 
operation to prevent contaminating 
the fine abrasive of the final operation 
with the coarser abrasive from the 
preliminary polishing. Alundum pow- 
der mixed with water to form a thin 
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Fig. 3—An air flotation separator was de- 

vised to refine polishing materials. Com- 

mercial magnesium oxide was placed in the 

cone-shaped hopper, and all but the coarse 

particles blown over into the collecting bag 
by a current of air 


paste is spread on the wet broadcloth 
for this operation. This is replenished 
from time to time as needed from a 
bottle containing alundum powder 
and water. The specimen is moved 
back and forth from center to pe- 
riphery under light pressure and 1s 


oriented so that the lap scratches cut 
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the scratches of the last and fines, 
aloxite paper at right angles. From 
five to ten minutes of this procedure 
should suffice. To inspect the speci. 
men it is rinsed with tap water and 
examined with a 6X hand magnifier 
The specimen has now reached the 
finishing stage on the alundum lap 
and should present a uniform surface. 
If it is a hard steel it will give q 
fairly good mirror image although 
under the magnifying glass very fine 
scratches will be seen. The next oper- 
ation is to improve the mirror surface 
and define the inclusions sharply. This 
is done by rotating the specimen 
slowly about the lap in the opposite 
direction to that in which the wheel 
rotates so that the polishing will take 
place from all directions. The progress 
of the work, which takes about five 
minutes, should be checked frequently 
with a metallurgical microscope— 
magnification 100 diameters. The 
specimen is then thoroughly washed 
and dried on bibulous paper or a 
linen towel. 
The final polishing operation is 
done with magnesium oxide. For this 
the polishing cloth of “‘Kitten’s ear” is 
prepared by soaking it over night in a 
two per cent to four per cent solution 
of hydrochloric acid in water to soften 
it, after which it is thoroughly washed 
in water and stretched tightly on the 
polishing lap. Magnesium oxide pow- 
der, specially prepared by the process 
to be described later, is mixed with 
water to form a thick cream and 
spread over the central part of the 
lap. The specimen is then polished by 
the rotation method described for 
the semi-final polish on the alundum 
lap. This requires about fifteen min- 
utes; at the end of this time a brilliant 
mirror-like surface, with inclusions 
standing out sharply defined and no 
pitting of consequence, should result. 
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During the last few moments liquid 
soap is applied to the lap to loosen the 
fine particles of abrasive which adhere 
to the surface of the specimen. After 
washing thoroughly with soap and 
water and then drying, the specimen 
is ready for etching. 

The etching is done by holding the 
specimen with non-corrosive forceps 
and carefully submerging it in the 
etching solution which may consist of 
reagents such as nitric acid, picric 
acid or hydrochloric acid in absolute 
alcohol. The etching process is 
watched under a strong light and a 
stop watch is frequently used to time 
the process. The specimen is then 
washed in three successive alcohol 
washes and dried in a warm air stream. 
It is then ready for the microscope 
and should be kept in a desiccator 
when not in use. 

The quality of metallographic spec- 
imens depends to a large extent upon 
the fineness and uniformity of the 
final polishing material—magnesium 


oxide. There are two grades of com- 
mercial magnesium oxide, one of 
which is prepared by grinding and the 
other by precipitation. Either is satis- 
factory provided it is free from hard, 
gritty particles. Since it is impossible 
to obtain a satisfactory commercial 
product it was necessary to devise a 
quick and convenient means for re- 
fining the magnesium oxide. This was 
done by constructing the air flotation 
separator shown in the illustration. 
The cone-shaped hopper at the bot- 
tom of the separator encloses an air 
nozzle having a large number of small 
apertures. This hopper is connected 
by means of an airtight rubber gasket 
to the vertical pipe above it, the 
upper end of which is similarly at- 
tached to the curved pipe leading 
downward and to the left. The lower 
straight portion of this curved pipe 
has a screw fitting to which is fastened 
a porous paper bag, about the size of 
an ordinary flour sack. This is se- 
cured to the collar of the fitting by 


Fig. 4—The microstructure of steel changes radically with heat treatment. At the left is 

a fully annealed specimen. The carbide, which is the hardening element, is shown 

dispersed throughout the mass as minute globules. At the right is the same specimen 

after heating to 1500 degrees C. for 40 minutes. The small globules have been dissolved 

in the iron and precipitated again on cooling. The micrographs represent a circular area 
on the specimen 0.002 inch in diameter 
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means of adhesive tape. Over the 
paper bag is secured by a convenient 
lever fastener a porous cloth bag of 
the general type used on vacuum 
cleaners. This bag is used as a safe- 
guard in case the air pressure should 
cause the paper bag to burst. Now and 
then a defect or weakness occurs in 
paper bags and unless some provision 
is made, such as the cloth bag, the 
fine powder will be blown far and wide. 

When ready for use about five 
pounds of commercial heavy mag- 
nesium oxide powder are placed in 
the cone-shaped hopper at the bottom 
of the separator and the nozzle is con- 
nected to a filtered air supply under_a 
pressure of about thirty pounds per 
square inch. The air is gradually 
turned on until the bag is fully dis- 
tended and under considerable pres- 
sure which blows the powder upward 
and carries the finer particles over the 
“goose-neck”” into the paper bag 
where they are collected. The coarser 
and heavier particles drop back. The 
operation is a continuous one requir- 
ing little attention except to tap the 
hopper occasionally in order to pre- 
vent the powder from collecting about 
the walls. The yield is large and 
one day’s operation will provide a 
month’s supply of fine magnesium 
oxide. By varying the height of the 
vertical pipe some control can be 
exercised over the fineness of the re- 
sulting powder. Two interchangeable 


_ sections are employed, one of which is 


thirty-five inches and the other sev- 
enty-eight inches long. Both are nine 


inches in diameter. If the former jg 
used, a coarser, quick-cutting pow- 
der results which will be found satis. 
factory for most work Providing too 
high an air pressure is not used. The 
longer pipe produces a finer powder 
and a lessened yield. For finishin 
work on critical specimens this abra- 
sive leaves little to be desired. 

The separated powder is placed in 
pint fruit jars and the uncovered jars 
are placed in a drying oven at a tem- 
perature of 100 degrees Centigrade 
for about twelve hours. While still 
hot the jars are sealed tightly with 
covers and rubber rings, and allowed 
to cool. In this condition the powder 
will keep almost indefinitely. Using 
the shorter pipe, a typical particle size 
determination of the finished powder 
by ultra-microscope methods showed 
the average diameter of the particles to 
be 0.176 micron. The uniformity of 
the product is shown by the fact that 
nearly half of the particles were of the 
average size and that only six per 
cent were as much as 0.33 micron in 
diameter. They are difficult to meas- 
ure since they are transparent to the 
light of the ultra-violet microscope 
and are therefore invisible in the usual 
mounting media. This limitation was 
overcome by using an ultra micro- 
scope with intense annular illumina- 
tion. Magnesium oxide prepared as 
here described provides the most ef- 
fective abrasive thus far available for 
the final polishing operations in the 
preparation of metallic specimens for 
microscopic investigations. 


Bound copies of Volume 13 of the REcorp (September, 1934, 
to August, 1935) are now on sale at $3.50—oreign postage 
50 cents additional. Remittances should be addressed to 
Bell Laboratories Record, 463 West Street, New York 
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Wind From Quartz Crystals 


By S. C. HIGHT 
Radio Research 


N recent years quartz crystal plates 
have come into wide use as frequen- 
cy stabilizers for high-frequency 

radio systems. Such plates exhibit the 
piezo-electric effect in having an inter- 
linked electric and mechanical vibra- 
tion: if an alternating electric potential 
is applied across opposite faces, the 
crystal will vibrate mechanically, and 
conversely a mechanical vibration pro- 
duces an alternating electric potential 
on opposite faces. The frequency at 
which the plate vibrates depends pri- 
marily on its dimensions, although 
ambient conditions have some influ- 
ence. The action of these quartz plates 
has been studied intensively in these 
Laboratories, and during the course of 
some of these studies experiments 
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were made with the currents of air 
created by a crystal while vibrating. 
Currents are produced flowing away 
from each of the two opposite broad 
faces of a crystal. The effect is shown 
in the photograph at the head of this 
article, where smoke is employed to 
indicate the path of the air stream. 

With one type of plate that is used 
for frequency control, the quartz crys- 
tal is cut so that the electric axis is 
perpendicular to the large area of the 
plate, as shown in Figure 1. Reso- 
nance occurs at a frequency equal to 
2.86 < 10° divided by the thickness of 
the plate in millimeters. When an 
alternating potential of this frequency 
is applied to the opposite faces of the 
plate, the surfaces move alternately 


ve 


apart and together. The motion of 
each surface is thus analogous to that 
of a piston with large area and very 
small stroke—the number of strokes 
per second being very large. 

Consider for example a plate five 
centimeters square and 2.86 milli- 
meters thick. The natural frequency 
of such a plate is a million cycles per 
second, and experimental measure- 
ments show that the surface moves 
about 8 x 10 * centimeters. From the 
area of the plate and the amplitude of 
the motion, it may readily be calcu- 
lated that each stroke of the surface, 
considered as a piston, displaces ap- 
proximately two cubic millimeters of 
air. Since the surface is making a mil- 
lion strokes per second, the total dis- 
placement, if accumulative, would be 
2000 cubic centimeters per second. A 
vibrating plate yielding such a dis- 
placement would constitute a fair size 
pump if there were some valve ar- 
rangement to prevent the air from 
flowing back as the surface receded. 

As already stated such a surface 
does pump a current of air, and experi- 
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_ Fig. 1—An X-cut quartz plate has its elec- 


trical axis perpendicular to the face 


ment shows that the quantity is just 
about that given by the above calcu- 
lations. There must, therefore, be a 
valve action of some sort. While a 
completely satisfactory explanation 
has not yet been found, an analysis of 
the conditions at the surface indicates 
a likely cause of the action. 
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The molecules comprising the air 
have a mean free path, and thus an 
approximate spacing, of about 1009 
Angstrom units. Since the movement 
of the surface is approximately 8000 
Angstrom units, it moves through 
about eight layers of atoms. From the 
amplitude and frequency of the crys- 
tal vibrations it may be inferred that 


PLATE” 


Fig. 2—Schematic of circuit used for pro- 
ducing crystal wind 


the surface of the plate reaches a 
maximum velocity of 500 centimeters 
per second, and to reach this high 
velocity in so short a time—a quarter 
of a millionth of a second—the accel- 
eration must be some 20,000 miles per 
second per second. This is a tremen- 
dous acceleration. If it were continued 
for ten seconds the surface of the crys- 
tal would be a million miles away and 
moving with a velocity greater than 
that of light. 

Under normal conditions the air 
molecules are moving in random direc- 
tions with velocities slightly under 500 
meters per second. As the crystal sur- 
face moves out, it gives to those mole- 
cules not already moving away from 
the face an outward acceleration of 
large value. As the surface of the 
crystal recedes, the kinetic energy 
imparted to the molecules forces them 
tocontinue in their outward directions, 
but molecules around the edges of the 
plate, which still have random motion, 
rush into the space made vacant. As 
the surface moves out on the next 
stroke, these molecules are in turn 
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forced out, and the result is an essen- 
tially continuous stream of air flowing 
away from the faces of the crystal. 
This valve action is nearly independent 
of the frequency of vibration of the 
plate. Winds have been observed for 
vibrations as low as 50 and as high as 
4000 kilocycles. 

To study these winds it is best to 
apply the electric field to the crystal 
by means of thin metallic films on the 
crystal surface. A coating of silver 
may be applied by the process used in 
making mirrors, or thin films of plati- 
num or other metals may be applied 
by sputtering, or evaporation in a 
vacuum. These films are very light 
and flexible, and—adhering to the 
crystal—move with the surface of the 
crystal in vibrating. Contact is made 


at one corner of the slab by a spring 
clamp, which also serves as a support 
for the crystal. The circuit used, 
shown in Figure 2, is similar to the 
usual oscillator circuits that are em- 
ployed for controlling the frequency 
of radio transmitters. 

With a one-megacycle crystal of the 
dimensions considered above, the 
wind generated is sufficient to operate 
four-inch paper windmills placed on 
both sides of the crystal at a distance 
of a foot. The shape of the air stream 
can be studied by watching the action 
of the smoke. Turbulence is observed 
several feet from the crystal. The air 
stream has about the same cross- 
sectional area as the crystal for a 
distance of about a foot and then 
gradually becomes wider. 


Dr. Davisson Honored by the Royal Society 


The Hughes Medal has been awarded by the Royal Society (London) 
to C. F. Davisson for his discovery, jointly with L. H. Gormer, of electron 
diffraction. The award, established in 1900, has been conferred on such 
distinguished scientists as Dr. Owen Williams Richardson, Dr. Niels 
Bohr, Dr. Francis William Aston, Duc Maurice.de Broglie, Sir Venkata 
Raman and Dr. William Lawrence Bragg. 

Electron diffraction is what takes place when a stream of electrons is 
shot into a suitable crystal. The atoms, arranged in a regular pattern in 
the crystal, cause the electrons to emerge in a few sharply defined beams. 
Occurrence and disposition of the beams can only be explained by the 
hypothesis that electron streams behave in some respects like trains of 
wave such as those of light and x-rays. Since it was well known that 
electrons are just as discrete particles as the pellets of lead from a shotgun, 
the tdea that a stream of them could also be treated as a beam of light was 
a forward step which opened up wide vistas to the atomic physicist. 

Dr. Davisson has been engaged in fundamental investigations in 
thermionics and electronic physics ever since he became associated with 
the Laboratories in 1917. In 1928 he was awarded the Comstock prize 
by the National Academy of Sciences and in 1931 the Elliott Cresson 

Medal by the Franklin Institute. 
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Dr. GEorRGE A. CAMPBELL 


Thirty-eight years of unusually productive service in the Bell System 
were concluded when Dr. Campbell retired from the Laboratories on the 
jirst of December. As a mathematical physicist and inventor his achieve- 
ments entitle him to rank first among theoretical workers in electrical 
communication. The diversity of his contributions illustrates the unusual 
versatility of his genius. 

In the early 1900's he formulated rules for loading coils and their 
spacing. Appreciating the function of capacity in cross-talk between 
adjacent communication circuits he designed the “‘shielded” balance and 
the capacity unbalance test set which have been used on thousands of 
miles of toll cable. He was the first to apply the “articulation” method of 
testing telephone equipment; he made a comprehensive study of sub- 
station networks from which he derived the anti-side tone set; and he in- 
vented the electric-wave filter. His basic analysis of repeater circuits, 
showing the advantage in the two-way, two-element circuit, aided trans- 
continental telephony in 1914; and his four-wire circuit is used in most 

of the long-distance toll cables in service today. 
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News of the Month 


BRIDGING SERVICE GAPS 

On SEPTEMBER 26, 1935, the Board of 
Directors of the Laboratories authorized 
the Employees’ Benefit Committee to 
consider as a leave of absence any break 
in the continuity of service which exceeds 
two years in duration and which is due to 
forced reductions resulting from ab- 
normal business conditions, provided the 
facts are sufficient, in the opinion of the 
committee, to warrant such action. The 
authorization applies only to those ab- 
sences from service which began during 
the period from July 1, 1930, to August 
31, 1933, inclusive, following at least one 
year’s credited service at the time the 
lay-off occurred, and reémployment must 
be effected prior to January 1, 1937. 
Prior to this authorization, such breaks of 
more than two years could have been 
bridged only after ten years of continuous 
service following the absence or by 
specific action of the Board of Directors. 

Members of the Laboratories affected 
by this change will be notified by A. F. 
Weber, the Secretary of the Committee, 
when their service records are adjusted. 


COLLOQUIUM 

Epmunb Bruce spoke on Experiments 
with Directivity Steering for Fading Reduc- 
tion in Radio Reception at the October 21 
meeting of the Colloquium. Mr. Bruce 
described experiments made with a “‘steer- 
able” directive antenna during reception 
of transoceanic short-wave signals. The 
results demonstrate that sharp angular 
discrimination is a_ basically sound 
method of combating fading which is due 
to phase interference. 

Ar THE NovEMBER 4 meeting G. W. 
Willard and S. C. Hight discussed Elastic 
Vibrations in Piezo-Electric Quartz Circuit 
Elements and Production of Acoustic 
Wind by a Vibrating Quartz Crystal. 
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Mr. Willard gave a general analysis of 
the elastic equations of crystal quartz, and 
explained the behavior and characteristics 
of several well-known quartz elements. By 
orienting the quartz elements at selected 
angles with respect to their crystallo- 
graphic axes a wide variation of character- 
istics may be obtained. Several new orien- 
tations have been used, giving greatly 
improved characteristics, and these were 
also described. 

A vibration through the thickness in an 
x-cut quartz crystal plate causes air to 
circulate away from the large surfaces and 
in toward the edges of the plate. The fre- 
quency of vibration may be several mil- 
lion cycles per second. Mr. Hight dis- 
cussed and demonstrated the magnitudes 
of the vibrational motion—displacement, 
velocity and acceleration. A technical 
description will be found on page 121 of 
this issue. 


RESEARCH EXECUTIVES VISIT 
LABORATORIES 

A Group oF over fifty industrial re- 
search executives visited Bell Telephone 
Laboratories on October 25 under the 
auspices of the National Research Coun- 
cil. In an address of Welcome, Dr. Jewett 
explained the organization of the Lab- 
oratories and their place in the Bell Sys- 
tem. Scientists and engineers in charge of 
several typical activities then described 
work going forward under their super- 
vision. H. A. Frederick told something of 
the research and development work neces- 
sary to evolve the present hand telephone 
and the forthcoming desk set in which the 
bell and its associated mechanism are lo- 
cated in the base of the set. A. B. Clark 
then explained the Bell System’s interest 
in transmission of a wide range of fre- 
quencies over wire circuits. 

O. E. Buckley described the essential 
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part played by the electron, and told how 
the Bell System every minute has to free 
billions of these tiny particles from the 
filaments of a quarter-million vacuum 
tubes. As the result of researches the cost 
of free electrons has been reduced several 
times during the past twenty years; and 
further savings are in prospect. R. R. 
Williams recounted the work on cor- 
rosion of iron and on decay of wood, both 
subjects of great importance to the vast 
outside plant of the Bell System. D. A. 
Quarles told of developments of tools and 
technique for building and maintaining 
the outside plant. 

For visits to the various laboratories 
the party was divided into six groups 
with John Mills, L. S. O’Roark, G. F. 
Fowler, C. D. Hanscom, P. C. Jones and 
R. L. Shepherd as guides. The labora- 
tories visited and the engineers who dem- 
onstrated their activities follow: Acoustic 
Laboratory and Binaural Demonstration, 


Harvey Fletcher; Microscopic Labora. 
tory, F. F. Lucas; Transmission Ratin 
Laboratory, W. H. Martin and A, H 
Inglis; Historical Museum and “Hear 
Your Own Telephone Voice” Demonstra. 
tion, M. B. Long and W. C. F. Farnell: 
Call Announcer Demonstration, F, J. 
Scudder; and Dial System Laboratory 
and Trouble Recorder Demonstration 
J. L. Dow. 

This trip to the Laboratories was part of 
a tour which carried these executives 
through various research laboratories in 
the East. The tour was concluded with a 
banquet at which Dr. Jewett spoke on 
The Challenge of Change. 


L. MONTAMAT APPOINTED 
ASSISTANT VICE-PRESIDENT 


In 1895 BEFORE the Western Electric 
Company had built on the 463 West 
Street plot, and while it was still unde- 
partmentalized, L. Montamat began his 


Groups of National Research Council visitors listen to a demonstration of binaural 
transmission; are shown the Photomicrographic Laboratory by F. F. Lucas; and hear 
an explanation of the trouble recorder by F. L. Dow 


December 1935 


\ 
[iil 


Western Electric career, 
starting as an office boy 
in the building at Green- 
wich and Thames Streets. 
By 1902 he had become 
expert in his field of ac- 
counting and was sent to 
Europe as Auditor and 
Accountant. Returning 
in 1905 he was soon 
transferred to Hawthorne 
where he had experience 
in several departments 
and then, in Ig1o0, he 
became the Assistant 
Works Chief Clerk. 

At Hawthorne he had 
been Chief of Clerical 
Methods for a number of 
years when in 1923 a 
staff organization of the 
Manufacturing Depart- 
ment was set up at 
Broadway to codrdinate 
the activities of Haw- 
thorne and of the re- 
cently opened Kearny 
plant. In that year he 
was transferred to New 
York and soon became 
Superintendent of Busi- 
ness Methods, later be- 
coming Assistant Comp- 
troller of Manufacture. 
From this position he 
comes to the Laboratories 
as Assistant Vice-President. He takes 
charge of the departments reporting to 
J. E. Moravec, during the latter’s leave of 
absence because of sickness. 


NATIONAL ADVISORY COUNCIL 
ON APPLIED PHYSICS 


Tue American Institute of Physics has 
announced the formation of a National 
Advisory Council on Applied Physics to 
stimulate the application of physics to 
other sciences and to industry. O. E. 
Buckley, Harvey Fletcher and M. J. 
Kelly are among the thirty-nine men 
forming the council. The council is being 
sponsored by the Institute with the co- 
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L. Montamat, recently appointed Assistant Vice-President 
of Bell Telephone Laboratories 


operation of a number of corporations 
and scientific societies. The first meeting 
was held in Pittsburgh on November 16 
at which the council discussed the train- 
ing of men, the services of technical soci- 
eties, the publication of research, and 
ways of emphasizing—to those industries 
not already well aware of it—the value of 
having physical knowledge available in 
their organizations. 


NEWS NOTES 


Durinc Ocroser, F. B. Jewett at- 
tended meetings of the Finance Com- 
mittee of the National Academy of 
Sciences in Washington. 
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W. A. MacNarr demonstrated the 
most recent Western Electric public- 
address equipment to a group of Graybar 
Electric Company executives and man- 
agers in Chicago. 

E. G. FRAcKER spent several weeks in 
Hawthorne with the manufacturing or- 
ganization on the production of equip- 
ment for the U. S. Navy. 

W. L. Berts and H. C. Curt visited 
Washington to discuss requirements for 
the development of various equipment 
with members of the Bureau of Engineer- 
ing of the Navy Department. 

C. S. Gorpon attended an Inspection 
Survey Conference at the Indiana Steel 
and Wire Company, Muncie, Indiana, 
and at the Western Electric Company, 
Hawthorne. 

H. O. Stecmunp visited Hawthorne 
during the second week in October on 
matters pertaining to dial apparatus. 

H. W. Gorr discussed with Hawthorne 
engineers manufacturing problems in con- 
nection with improved dialing apparatus. 


At the convention banquet of the Society of Motion Picture 
Engineers in Washington, Will Hays (left) prophesied that 
pictures in relief, perfect sound and color were coming 
developments; Thomas Armat (center) was made an Honor- 
ary Member for his invention of the “Vitascope,” a fore- 
runner of the modern motion-picture projector; and E. C. 
Wente (right) was awarded the first Progress Medal for his 
outstanding work in motion-picture technology. 
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E. B. WHEELER of the Laboratories and 
H. 1. Henry of the Western Electric 
Company at Hawthorne inspected the 
manufacture of dry batteries at the Cleve. 
land and Fremont factories of the Na. 
tional Carbon Company. | 

C. F. Biscnorr and R. 
visited New Haven for several days in 
August, September and October in con- 
nection with the preliminary trial of a 
small number of combined hand tele- 
phone sets. 

Mr. GuEnTHER and R. W. Burvs te. 
viewed with the engineers of the Southern 
New England Telephone Company in 
New Haven a trial now under way in 
that area of a method for listing dials. 

H. W. Dippet recently returned froma 
trip to South America where he visited sey- 
eral cities in Brazil to investigate sources 
of supply for materials used in connection 
with Laboratories developments. 

C. D. Hocker made an inspection of 
the hardware and galvanized sheet speci- 
mens exposed on the American Society of 
Testing Materials’ racks 
in Pittsburgh, Altoona, 
and Sandy Hook. 

H. W. Hermance and 
R. GuENTHER with E. J. 
Grison of the Western 
Electric Company visited 
the Western Electric 
Company repair shops 
at Pittsburgh and Cleve- 
land to supervise the 
preparation of appara- 
tus for a trial of dust- 
excluding means for 
handset mountings to re- 
duce contact trouble. 


J. R. Townsenp ad- 
dressed the Chicago 
Chapter of the American 
Society for Metals on 
The Use of Ferrous Mag- 
netic and Non-Ferrous 
Metals in Telephone Ap- 
paratus on October 10. 


Tue Society of Rhe- 
ology, an organization 
for the study of the de- 
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formation and flow of 
materials, held its sev- 
enth annual meeting in 
the Auditorium of the 
Laboratories on October 
11 and 12. At the open- 
ing session they were wel- 
comed to the Laborator- 
ies by Harvey Fletcher. 
In the early afternoon 
the members were taken 
on a tour of the Labora- 
tories, with attention be- 
ing given to work of in- 
terest to the society, such 
as that conducted in the 
plastics, moulding and 
rubber laboratories. A 
third technical session 
and a business meeting 
were held on the second 
day. Among the papers 
given at the meeting 
was one by W. E. Campbell of the 
Chemical Department on The Spreading 
of Oils. The Society’s Committee on ar- 
rangements for the meeting included 
D. A. McLean and R. L. Peek, Jr.; the 
latter acted as chairman. 

At THE FALL Convention of the Elec- 
trochemical Society, held in Washington, 
papers were presented by H. E. Haring 
and K. G. Compton on The Generation of 
Stibine by Storage Batteries; E. E. Schu- 
macher and G. S. Phipps on Some Physi- 
cal and Metallurgical Properties of Lead 
Calcium Alloys for Storage Cell Grids and 
Plates; and H. E. Haring and U. B. 
Thomas on The Electrochemical Behavior 
of Lead, Lead-Antimony, and _ Lead- 
Calcium Alloys in Storage Cells. Also at- 
tending were R. M. Burns, J. H. Kron- 
meyer, A. E. Petrie and F. T. Forster. 

F. S. Mato visited Hawthorne in con- 
nection with the manufacture of insulat- 
ing materials. 

H. W. Hermance was in Pittsburgh to 
make observations on an electrostatic 
dust precipitator installed in one of the 
central offices. 

W. A. YAGER presented a paper on 
The Effect of the Distribution of Relaxation 
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W.C. Fones (right), with Vernon Young (left) and R. S. 
Bishop (center), at the time Station KFFZ, Fort Worth, 
Texas, purchased their first non-directional or “‘eight-ball” 
microphone. Mr. Young is with the Graybar Electric Com- 
pany at Dallas and Mr. Bishop with Station KF FZ. 


Times on the Anomalous Dispersion in 
Some Typical Dielectrics at a meeting of 
the Committee on Insulation of the Na- 
tional Research Council held at Pitts- 
field, Massachusetts. Among those who 
attended the meeting were G.T. Kohman, 
S. O. Morgan, C. S. Fuller, H. Lathrop 
and A. H. White. 


* * * * * 


On Novemser g the Bell Telephone 
Laboratories lost by death Dudley H. 
Keyes, Structural Codrdination Engineer, 
who became associated with the Labora- 
tories at the time of the merger with the 
Department of Development and Re- 
search. For many years he had specialized 
in the general field of protection, particu- 
larly relations with power companies and 
the joint use of line facilities. He had a wide 
circle of friends both within and outside 
of the Bell System, and leaves many 
memories of pleasant associations. 

Mr. Keyes joined the Chicago Tele- 
phone Company in 1906 and six years 
later transferred to the Michigan State 
Telephone Company where he spent four 
years on the inspection of toll line facili- 
ties. In 1916 he came to New York on in- 
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ductive interference work 
with the Engineering De- 
partment of the American 
Telephone and Telegraph 
Company. When this de- 
partment was reorganized 
in 1919, he took charge of a 
group working on preven- 
tion of interference from 
power systems and railway 
electrifications in the Ope- 
ration and Engineering De- 
partment. In 1927 he trans- 
ferred to the Department 
of Development and Re- 
search as Assistant Elec- 
trical Interference Engineer, 
becoming Structural Coér- 
dination Engineer of the Laboratories at 
the time of the merger. 

Mr. Keyes was particularly successful in 
the field of relations with power and 
railway companies, at first in connection 
with specific field problems and later in 
work on state and national committees 
and in hearings before state commissions 
with respect to rules relating to structural 
and inductive codrdination. In this way 
he contributed in a notable manner to 
the establishment of the codperative atti- 
tude toward the solution of codrdination 


D. H. Keyes 


problems, which has become 
so fundamental a feature in 
that important field. He was 
very active in the formula. 
tion of the “Principles and 
Practices for the Inductive 
Codrdination of Supply and 
Signal Systems” adopted 
by the Joint General Com. 
mittee of the National Elec. 
tric Light Association and 
Bell Telephone System for 
the guidance of operating 
companies. In his service 
with the Laboratories, his 
comprehensive understand- 
ing of coérdination prob- 
lems found application at 
once in the development work in struc- 
tural codrdination, principally on methods 
for constructing lines jointly occupied by 
power and telephones circuits—questions 
which have assumed increasing import- 
ance in recent years. In this work, he 
was continuously active in the chairman- 
ship of Project Committees of the Edison 
Electric Institute and the Bell System. 

AT THE FALL convention of the Society 
of Motion Picture Engineers held in 
Washington, papers were presented by 
E. C. Wente on Principles of Measure- 


G. B. Hamm 


on October 15 completed 
thirty-five years of service 
in the Bell System 
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J. C. 


on November 6 completed 
thirty years of service in 
the Bell System 


W. J. Cuppy 


on November 2 completed 
thirty-five years of service 
in the Bell System 
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ments in Room Acoustics and Contribu- 
ions of Telephone Research to Sound 
Pictures and by L. W. Giles on 4 Non- 
Directional Moving Coil Microphone. Oth- 
ers attending this convention were O. M. 
Glunt, T. E. Shea, E. O. Scriven, W. A. 
MacNair, V. Subrizi and W. Herriott. At 
the business meeting O. M. Glunt was re- 
elected financial vice- 
president and T. E. Shea 
was reelected treasurer. 

J. M. Harpesty and 
5. M. Sutton, during 
October, assisted the New 
Jersey Bell Telephone 
Company at South Am- 
boy in working out prob- 
lems in connection with 
the construction of large 
telephone manholes in 
unstable soils. 

A. H. Hearn and G. 
Q. Lumspen with E. E. 
Noyes of the New York 
Telephone Company con- 
ducted experimental 
treatments to prolong the 
life of standing chestnut 
poles in the central Long 
Island territory. 

R. M. Burns addressed the Chicago 
Section of the American Chemical So- 
ciety on The Chemistry of Corrosion. 

E. C. Erickson and J. M. Fincu 
visited the Brown & Sharpe Manufactur- 
ing Company in Providence in connection 
with the standardization of machinists’ 
micrometers with particular reference to 
the requirements of the American Society 
for Testing Materials. 

B. L. Crarke addressed a regional 
meeting of the American Chemical So- 
ciety at Toledo, Ohio, on the subject 
Microanalysis in Industry. 

R. E. WaTeRMAN attended a meeting 
of the American Wood-Preservers’ Associ- 
ation held in Chicago. 

C. J. Davisson presented a paper 
Electron Microscopes at the twentieth 
Annual Meeting of the Optical Society of 
America. E. F. Kingsbury, H. E. Ives 
and K. K. Darrow also attended. 
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AT A MEETING of the American Chemi- 
cal Society held in Akron, A. R. Kemp 
was elected to the Executive Committee 
of the Rubber Division. 

J. C. Sreinserc spoke on Studies in 
Speech and Hearing before a meeting of 
the Radio Colloquium held at the 
Holmdel Laboratories on November 8. 


Experimental application of cold creosote to prolong life of 
standing Chestnut poles in central Long Island 


H. E. MENDENHALL visited the new 
50-kilowatt broadcasting station in De- 
troit and the new 5-kilowatt broadcasting 
equipment in Toledo. 

V. L. Ronct visited the Federal Ma- 
chine Welding Company in Cleveland, 
discussing welding machines used in the 
manufacture of vacuum tubes. He also 
visited various companies in and around 
Ottoborough, Massachusetts, in connec- 
tion with vacuum-tube parts. 

W. J. THayer was in Hawthorne for 
two weeks to discuss manufacturing 
problems of the combined handset. 

A. E. Perrie and F. T. Forster vis- 
ited Philadelphia recently on battery 
development problems. 

J. H. Sots inspected the telephotog- 
raphy installation at Philadelphia. 

H. A. Arret gave a talk on High- 
Frequency Broad-Band Transmission at 
the convention of the North Carolina Inde- 
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pendent Telephone Association at Sedge- 
field, North Carolina, on November 5. 

C. W. Van Duyne discussed telephone- 
booth fans at Springfield. He also visited 
the automatic power-plant at Cheshire, 
Connecticut, Central Office. 

B. C. BeLttows was in Chicago and 
Detroit conferring with engineers of the 
Associated Companies and Long Lines on 
various toll facilities projects. At Detroit 
he also addressed a gathering of traffic 
men on the toll facilities work at the 
Laboratories. 

H. M. Prupen was in Philadelphia 
testing terminal equipment for the At- 
lantic Communication Company’s ship- 
to-shore radio-telephone system. 

D. F. Jounston, at Chicago, investi- 
gated contacts and ringing in recording 
completing trunks. 

J. P. Rapcuiirr was in Washington in 
connection with a patent application. 

O. H. Coo.ipceE spent three weeks in 
Cleveland on investigation of cross-talk 
in subscribers’ cable. 

H. S. Warren attended Conventions 
of the International Association of Elec- 
trical Inspectors at St. Louis, Asheville 
and Boston. 


R. M. Hawexorre has been in Mil. 
waukee and Chicago, where he has par- 
ticipated in codperative studies of the 
wave shape on power circuits associated 
with mercury arc rectifiers equipped with 
grid control. These tests, which were car. 
ried on in the factory of the Allis-Chal. 
mers Manufacturing Company and on the 
system of the Commonwealth Edison 
Company, were under the direction of the 
Joint Subcommittee on Development and 
Research of the Edison Electric Institute 
and Bell System. Mr. Hawekotte was ac. 
companied by Mr. Wahlquist of the 
Edison Institute. 

L. K. Swarr visited Nashville during 
the week of October 5, in connection with 
a trial installation of an ionic tube voltage 
recorder for measuring induced voltages 
on the Nashville-Chattanooga line and 
also in connection with the short-circuit- 
ing relay protector equipment associated 
with that line. 

R. T. Hotcoms was at the Patent 
Office in Washington in connection with 
an appeal before the Board of Appeals on 
final rejection of a patent application. 

W. C. ParneE-t has recently been ad- 
mitted to the New York State bar. 


Bound copies of Volume 13 of the Recorv (September, 

1934, to August, 1935) are now on sale to members of the 

Bell System at $2.75—foreign postage 25 cents additional. 

Remittances should be addressed to Bell Laboratories 
Record, 463 West Street, New York. 


Radio Bridges Hurricane Break 


By F. B. WOODWORTH 


Radio Development Department 


N September second, a tropi- 

cal hurricane swept across the 

Florida Keys, completely de- 
molishing large sections of the Florida 
East Coast Railway along a forty-mile 
stretch from Tavernier to Vaca Key. 
The telephone pole line runs along 
the railroad right-of-way between 
Miami and Key West, where it con- 
nects to the Havana cables, thus form- 
ing part of the route between the 
United States and Cuba. In some 
places the railroad fills were washed 
away, allowing the poles to topple 
over. In other places, high water lifted 
the rails and ties from the roadbed, 
and the wind blew them against the 
poles, knocking them down. Where 
the poles were on the windward side of 
the railroad, they remained standing. 
The damage to all communication and 
transportation services in the vicinity 
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was so severe that it was several days 
before the true extent of the devasta- 
tion could be determined. It then be- 
came apparent that it would be ad- 
vantageous to postpone plans for the 
restoration of the telephone lines until 
more information could be obtained 
regarding the plans for restoring the 
railroad and highway, and until dif- 
ferent methods of taking care of the 
telephone service could be studied. It 
was, therefore, decided to bridge the 
gap temporarily by radio, and appli- 
cations for station licenses were rushed 
to Washington. 

Within eighteen hours after this de- 
cision had been reached all equipment 
for two radio circuits in each direction 
was on board a train bound for Flor- 
ida, and B. L. Dayton of the Long 
Lines Department and the author 
were on their way to supervise the in- 
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stallation of the two terminals, as- 
sisted by J. F. Andrews of the Long 
Lines Department who was already 
in Florida. One of the terminals was 
to be located near Tavernier and the 
other at Big Pine Key, thirty-five 
miles east of Key West. Two line 
gangs were sent from Alabama and 
Louisiana by boat to Key West and 
thence by automobile to Big Pine 
Key. Here they immediately set to 
work clearing away the underbrush, 
dynamiting in masts for the antennas, 
and erecting two shacks, each about 
eight by twelve feet, for the radio 
transmitters and receivers. The sec- 
ond day after work started in the 
field, radio contact was established 
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on a temporary basis. In the mean. 
time the linemen were bringing i in con- 
nections from the open-wire circuit to 
Key West, and on September 2; 
the first circuit was formally turned 
over for service. 

In the preliminary conferences, held 
to decide the type of apparatus to be 
employed, it was recognized that a 
considerable amount of electric power 
would be required for the operation of 
the radio apparatus. Since no com- 
mercial power was available anywhere 
near the sites of the radio terminals, it 
was desirable to use the most efficient 
and the lowest-power radio equipment 
available. This led to the decision to 
use some of the low-power equip- 
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ment developed for airplane and ship- 
to-shore communication. To meet 
these requirements the five-watt 19A 
transmitter* and a 12-type receivert 
were finally selected. Both of these 
units have very moderate power re- 
quirements, and 12-volt storage bat- 
teries could be used as a primary 
source of power. Complete radio 
equipment for four channels, two in 
each direction, including batteries and 
dynamotors, was shipped from New 
York to Miami, where it was taken by 
truck to the site of the eastern termi- 
nal just outside of Tavernier. Here 
half of it was unloaded and the rest 


*RECORD, this issue, p. 136. 
tRecorp, May, 1933, p. 273. 


put on a fishing boat for the fifty-five- 
mile water trip to Big Pine Key. 
The equipment and arrangement 
at the two terminals are practically 
identical. The two radio shacks and 
antenna poles at Big Pine Key are 
shown in the photograph at the head 
of this article. The shacks are about 
300 feet apart and each has its an- 
tenna poles located adjacent to it and 
as near the water as practicable. The 
transmitter antennas are single-wire 
verticals approximately a quarter- 
wavelength long. One antenna is fed 
by a concentric transmission line and 
the other runs directly to the radio 
transmitter. Vertical wires were also 
used for the receiving antennas. 
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The simplicity and 
small size of the appa- 
ratus within the shacks 
are evident from the 
photographs. In the 
transmitter shack the 
two 19A transmitters 
are mounted on a shelf 
and the two dyna- 
motors, supplying 500 
volts for the plate, are 
on another shelf di- 
rectly beneath them. 
On the floor are the 
storage batteries sup- 
plying power for the 
filaments and the dy- 
namotors. Sufficient 
B-battery capacity is 
also available for emer- 
gencies. The box on the 
wall above the trans- 


In the transmitter shack, two 19d trans- 
mitters are mounted on a shelf with their 
dynamotors immediately beneath them 
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The vertical quarter-wave transmitting an- 
tennas were suspended from a messenger 
supported by two poles 


mitters terminates the lead cable run- 
ning underground to the receiver 
shack. The arrangement of the receiver 
shack is similar. On the upper shelf 
are the two 12-type receivers, while 
beneath them are the dynamotors and 
batteries. A 3000-cycle cut-off filter is 
connected in the output of each re- 
ceiver to eliminate carrier hissandother 
extraneous high-frequency noises. 
To conserve power, the receivers 
and transmitters at both ends are pro- 
vided with a remote control on-off 
circuit, the Big Pine Key terminal 
being controlled from Key West, and 
the Tavernier terminal, from Miami. 


December 1935 


j 
|| 


or any form of inter- 
action between the va- 
rious circuits at each 
terminal. Frequencies 
of about five mega- 
cycles were employed 
for transmitting from 
west to east, and of 
about four megacycles, 
from east to west. This 
gave a separation of 
approximately a mil- 
lion cycles between 
transmitter and re- 
ceiver frequencies at 
either terminal, and 
combined with the 
300-foot separation be- 
tween transmitters 
and receivers, greatly 
‘helped to eliminate in- 
terference. In addition 


Only a single pole was used for the receiving 
antennas—one being attached to each end of 
cross-arm 


This enables the testboard men at 
Key West and Miami to shut down 
the radio apparatus whenever there is 
no traffic and thus to save considerable 
power. Such an arrangement is par- | 
ticularly desirable at Big Pine Key 
where the batteries have to be carried 
all the way to Key West for recharg- 
ing. The batteries for Tavernier were 
hauled to Homestead for charging but 
it is expected that the local com- . 
mercial power plant—disabled by the 
hurricane—will be in service again 
within a short time. Mounting arrangements for the 12d type 

Every precaution was taken during receiver, in the receiver shack, are similar to 
the installation to prevent cross-talk those for the transmitters 
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Space had to be cleared in the mangrove 
jungle before construction could start 


all speech wires near the radio receiv- 
ers, and the composite coils in the con- 
necting telephone lines, were carefully 
shielded and grounded. The use of 
underground lead cable to connect the 
two shacks was another precaution 
against such interference. With these 
precautions, and the inherently high 
quality of the radio apparatus em- 
ployed, transmission is exceptionally 
good considering the small amount of 
power used. During the day a user 
talking from New York to Havana 
would not be aware that a radio link 
was included in the circuit. Sometimes 


bad static conditions are encountered 
at night. More than 80 per cent of the 
calls normally originate during the 
daytime, however, and the circuit 
during the first few weeks, was kept m 
operation only during daylight hours, 
Indications are, however, that as 
cooler weather arrives the circuit can 
be used up to midnight. 

Not only was the installation com- 
pleted in a remarkably short time, but 
it was carried out under adverse condi- 
tions. The sites were covered with a 
dense mangrove jungle, with mos- 
quitoes and sand flies in droves. Some 
conception of the appearance of the 
country may be obtained from the 
illustration which shows one of the 
sites during an early stage in the con- 
struction. Smudges were kept going 
continuously in a more or less vain 
effort to beat back the mosquitoes. 
Although the shacks were screened, so 
that the installation inside the shack 
could proceed without too much an- 
noyance from mosquitoes, the screen- 
ing proved of little value in barring 
the sand flies, which readily passed 
through its meshes. In addition, there 
were the transportation difficulties 
caused by the remoteness of the radio 
terminal sites and the disruption of 
normal transportation services. In 
spite of all obstacles, however, the 
work proceeded rapidly, and the sec- 
ond channel was turned over on 
September 28. For the first time a 
radio link had been used in this way 
as an emergency means of restoring 
service in an important telephone line. 
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Measuring Inductance of Coils With 


Superimposed Direct Current 


By H. T. WILHELM 
Telephone Apparatus Development 


HE general use of alternating 
current as the primary source 

of power for radio transmitters 

has focussed more attention on the 
design of filters to suppress hum in the 
rectified supplies. These filters are 
composed of condensers and coils. 
Only the alternating component of the 
current passes through the condenser, 
but the direct as well as the al- 
ternating componentof thecur- 
rent passes through the coils. 
These coils usually have iron 
cores and the values of their in- 
ductance, on which their effec- 
tiveness depends, vary with 
both the direct and alternating 
currents passing through them. 
For accuracy in design, there- 
fore, the inductance of the coil 
must be known under operat- 
ing conditions. In the past it has 
been customary to measure the 
inductance of these coils with 
the required direct current 
values but at low alternating 
voltages because of limitations 
of the existing equipment. The 
greater attention now being 
paid to design details, however, 
and the more careful consider- 
ation of cost, have led to the 
need for apparatus which will 
measure the inductance of coils 
under exact service conditions. 
To make such measurements 


ing a Maxwell type bridge that 
will measure the inductance of coils 
with as much as one thousand volts 
across them, and with superimposed 
direct current as high as twelve am- 
peres. The circuit has several unusual 
features which are indicated in the 
schematic diagram of Figure 2. It con- 
sists of three principal parts: an a-c 


possible, the Laboratorieshave Fig. 1—Making a measurement of inductance with 


developed a circuit employ- 
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the new measuring circuit 
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power supply, a d-c power supply, and 
the bridge itself. 

The a-c supply equipment consists 
of a half-kva transformer with a ten- 
to-one voltage ratio, a blocking con- 
denser, C:, to keep the direct current 
from passing through the transformer 
winding, and an a-c voltmeter, also 
equipped with a blocking condenser. 
An external regulator of any conven- 
lent type is employed to adjust the 
applied voltage up to the maximum 
of 120 volts. 

The d-c supply equipment consists 
primarily of a retardation coil to keep 
the alternating current out of the 
direct-current supply, and a protect- 
ing condenser. A battery or any other 
convenient source of direct current 
may be employed. A direct-current 
ammeter for measuring the superim- 
posed direct current and a rheostat 
for controlling the value of the cur- 
rent are required but are not mounted 
with the rest of the equipment. 

The retardation coil has four equal 
windings, and is designed to with- 
stand high alternating potentials. By 
suitable switches, the four windings 
may be connected all in series, all in 
parallel, or in a series-parallel combina- 
tion, thereby making it possible to use 


AC POWER BRIDGE 


a single retardation coil for the entire 
range of the bridge. With a d-c supply 
circuit consisting only of the battery 
and retardation coil in series, an open 
in the battery connections would te. 
sult in the production of high poten- 
tials on the low-voltage apparatus. To 
avoid this the large capacitance con. 
denser, C2, is shunted across the ter. 
minals of the d-c supply. This con- 
denser, by providing a low impedance 
path to ground for alternating poten- 
tials, prevents any possibility of high 
voltages building up across the battery 
leads. 

Both the a-c and d-c supplies are 
connected across terminals BD of the 
Maxwell bridge. This bridge is of the 
product-arm type. The fixed arms are 
opposite each other rather than ad- 
jacent, so that the bridge constant 
depends on their product rather than 
their ratio. The coil to be measured 
is connected across the terminals 8 
and c, and the resistance and capaci- 
tance standards, used to measure the 
effective resistance and inductance of 
the coil, are in the arm ap. The bal- 
ance equations for the bridge are: 
Lx =(Rap Rep) XCap, and Rx = (Rag 
Rep) /Rap- The fixed arms, Rag and 
Rep, are selected so that their product, 

which appears in the 
ocrpoweR equations for both 1, 
supPLY and Rx, is 10° ohms; and 


SUPPLY 
8 
I 


To 
COIL To BE 
MEASURED 


as a result Ly =10°C,p, 
and Rx =10°/Rap. Thus 
the inductance of the 
coil in henrys is equal to 
the capacitance of the 
standard in microfarads 
and the effective resist- 
ance of the coil is a mil- 
lion times the reciprocal 
of the resistance of the 


Fig. 2—Schematic of circuit used for measuring the induc- cise work it would be 
tance of coils carrying superimposed direct current necessary to add to this 
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standard. For very pre- 
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Fig. 3—Inductance measuring table showing meters and standards on top and all appa- 
ratus at high potential mounted in the lower section 


the conductance of the capacitance 
standard, but this conductance is so 
small that it is negligible under the 
conditions for which the bridge is 
designed. 

A ratio constant of 10 could be ob- 
tained by using for the arms AB and 
cD any two resistances whose product 
is one million. If each resistance were 
1000 ohms, for example, the same 
balance equations would still apply, 
but the distribution of current and 
voltage in the bridge would be radi- 
cally different. By using 100,000 ohms 
in AB and 10 ohms in cD, as indicated 
in the schematic, the voltage and cur- 
rent distribution is particularly suited 
to the problem in hand. The low re- 
sistance of the path B—c—D insures 
that practically all of the direct cur- 
rent passes through the unknown re- 
actance, and thus permits an efficient 
use of the superimposed direct current. 
The low impedance of Rep, compared 
to the high impedance of the unknown 
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inductance, on the other hand, insures 
that practically all the voltage drop 
of the applied alternating potential 
occurs across the arm Bc, which again 
is the objective desired. The drop 
across the arm cp is ordinarily less 
than 2 per cent of the total, and thus 
the reading of the a-c voltmeter may 
be taken, with sufficient accuracy, as 
the voltage across the unknown in- 
ductance. Other advantages of this 
arrangement are that the direct cur- 
rent through the standard resistance 
is reduced to a negligible amount, and 
that the a-c potential applied to the 
bridge need not be higher than that 
desiredacross theunknown inductance. 

With the ten-ohm resistance in arm 
cp, the range of the bridge is from 2 
to 40 henrys, but provision has been 
made for extending this range both 
up and down. By changing the re- 
sistance of the arm cp from Io to 20 
ohms, which is done by throwing a 
small switch, a ratio of 2 is provided, 
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Fig. 4—Arrangement of lower section of inductance 
measuring unit 


thus permitting measurements up to 80 
henrys. A switch is also provided for 
changing this resistance to 1 ohm, 
which permits measurements to be 
made of inductances below 2 henrys. 
The permissible amount of superim- 
posed direct current is to a large ex- 
tent limited by the heat dissipation 
of the resistance of the arm cp. With 
the 10-ohm unit, 4 amperes may be 
applied while with the 1-ohm unit the 
current may be as high as 12 amperes. 
With 20 ohms, on the other hand, 2 
amperes is about the safe limit. Any 
frequency from 20 cycles to 1800 
cycles may be employed. 

The apparatus is made portable by 
being assembled on a double-decked 
steel table mounted on large casters 
equipped with floor locks which pre- 
vent it from moving while a test is 
being made. The general appearance 
of the set-up is shown in Figure 1. On 
the top of the table are the standards 
of capacitance and resistance, the a-c 
voltmeter, and the detector meter, 
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while on the lower sec. 
tion, enclosed by locked 
gratings, is the rest of 
the equipment, includ. 
ing everything that js 
at high potential. 
Aclose-upviewof this 
lower compartment js 
shown in Figure 3. At 
the extreme right is the 
retardation coil in se. 
ries with the d-c supply, 
and mounted in front 
of it are the switches 
that select a parallel, 
series, or series-parallel 
arrangement of the 
coils. To the left of this 
unit is the inductance 
coil under test, and at 
the extreme upper left 
is the input transform. 
er. The assemblage of apparatus at 
the lower left includes the rest of the 
equipment and may be seen readily 
in Figure 4. At the left are the re- 
sistances making up the three pos- 
sible values for the arm cp. At the 
right of this are the detector trans- 
former and the condenser that is in 
series with it. The assemblage of con- 
densers at the rear are the blocking 
condenser Cz, the voltmeter condenser 
and the protecting condenser shunted 
across the direct-current supply. On 
top of these condensers is the resist- 
ance unit for arm AB in its shielding 
cover. The doors that enclose this 
compartment are equipped with door 
switches that disconnect both the 
direct and alternating current sup- 
plies when the doors are opened. 
This new bridge thus furnishes a 
convenient means for measuring the 
inductance of coils over a wide range 
of current, inductance, and frequency. 
It eliminates the necessity of using 
bulky and inefficient inductance stand- 


December 1935 


ards required with the olger direct 
comparison bridge, and offers the ad- 
ditional advantage of permitting high 
alternating voltages to be used with 
safety. Because of its more efficient 
utilization of applied power, less de- 
mand is made upon power sources 


and less provision is required for dissi- 
pation of heat in the bridge. These 
advantages, combined with simplicity 
of operation and portability, give the 
bridge wide applicability wherever 
inductance measurements with super- 
imposed currents are required. 


The Progress Medal awarded to Dr. Edward C. Wente by the Society 
of Motion Picture Engineers for his fundamental contributions and 
outstanding inventions in motion picture technology. 
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A Radio Transmitter for the Private Flyer 


By R. S. BAIR 
Radio Development Department 


N recent years the use of airplane 

radio equipment has steadily in- 

creased, and great strides have been 
made in perfecting suitable apparatus 
for all types of aircraft from the larg- 
est transport planes to the smaller 
privately owned sport planes. The 
extensive employment of such equip- 
ment has, of course, tended to stimu- 
late development activities in this 
field, since the greater the demand for 
any type of apparatus, the more is 
intensive development economically 


Fig. 1\—The 19A radio transmitter in use 
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justifiable. As a result of this inter- 
action of development and demand, 
and of a wide experience in all fields 
of radio development, the Labora- 
tories have now made available 
through the Western Electric Com- 
pany a new airplane transmitter for 
the private flyer and other operators 
of small planes. It measures only 
814 by 8% by 5% inches and weighs, 
complete with shock-proof mounting, 
less than 14 pounds. 

This new transmitter, known as the 
19A, operates over the frequency 
range between 2 and 7 megacycles 
and offers three types of transmission: 
telephone, continuous-wave telegraph, 
and modulated continuous-wave tele- 
graph. For either telephone or modu- 
lated continuous-wave telegraph, the 
output carrier power is § watts and 
complete modulation is obtained. 
For continuous-wave telegraph a car- 
rier power of 15 watts is available. 
Two jacks are provided on the front 
of the transmitter, one for a micro- 
phone and one for a telegraph key. 
Primary power is obtained from the 
12-volt airplane battery, the fila- 
ments being connected in series across 
the battery, and the high voltage 
being obtained from a 550-volt dyna- 
motor operated from the battery. 

A schematic circuit of the trans- 
mitter, designed by W. C. Tinus, 1s 
shown in Figure 2. It employs only 
two vacuum tubes, both of the same 
type, a recently developed power 
pentode tube (Western Electric No. 
307A) with the suppressor grid 
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brought out for modulation. The first tuning control. The second tube acts 
tube is a crystal-controlled oscillator. as either an amplifier, a modulating 
It acts in conjunction with either of amplifier, or a modulating amplifier 
two crystals mounted in the same and voice frequency oscillator, de- 
holder and ground so as to require no pending on the type of transmission 
temperature control. The desired crys- being employed. 

tal is selected by a switch on the front A three-position control key on the 
of the transmitter. This arrangement front of the transmitter or at a remote 
permits the pilot to make full use of control position, permits selection of 
the two frequencies, 3105 and 3120 the type of transmission required. 
kc, assigned by the Federal Communi- With this key in either of the tele- 
cations Commission for calling and graph positions, the dynamotor oper- 
working with any Department of ates continuously, while with the key 
Commerce station along the com- in the telephone position, the dyna- 
mercial airlines or with any airport motor operates only when the switch 
equipped for such service. No tuning on the microphone is pressed. 
adjustment is necessary in shifting When the control key is set for 
from the calling to the working fre- telephone transmission and the mi- 
quency. Other frequencies in the band_crophone is plugged into the proper 
may be used by inserting the proper jack, the voice currents modulate the 
crystal and readjusting the single carrier through the transformer T-1 
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Fig. 2—Simplified schematic of 19d radio transmitter 


December 1935 137 


: 
O 
ve 


Fig. 3—Interior of 19d transmitter from 
the top, showing compact grouping of the 
apparatus as laid out by C. E. Cerveny 


and the suppressor grid of V-2. In this 
way complete modulation is obtained 
without the use of an audio amplifier 
tube and with very good quality. The 
frequency characteristic is that of the 
transformer and microphone, which is 
flat to within 3 db from 350 cycles to 
5000 cycles. 

With the control key set for modu- 
lated continuous-wave telegraphy, the 
circuit is arranged so that when the 
telegraph key is up both tubes are 
biased below cut-off. When the tele- 
graph key is down, the bias is reduced 
to the operating value and in addition 
the second tube is made to oscillate at 
about 800 cycles. The signals sent out 
are thus the carrier modulated com- 
pletely with 800 cycles. 

With the control key set for con- 
tinuous-wave telegraphy, both tubes 
are biased to cut-off as for modulated 
continuous wave, but when the tele- 
graph key is down, the second tube 
acts as a carrier amplifier only, and 
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the negative bias is decreased so that 
essentially full output of the tube ig 
obtained. This results in an output 
power of 15 watts for continuous-waye 
telegraphy. 

An interesting feature of this trans. 
mitter is that no adjustment of the 
oscillator is required. The only fre. 
quency control is the switch to select 
either of the two crystals available in 
the crystal holder. Another feature of 
interest is the output tuning coil. This 
is tuned by contacts rolling on the 
turns of the coil—a method already 
described in the Recorp.* The cojl 
itself is rotated by a handle on the 
front of the transmitter and two roll- 
ing contacts ride on its turns, one con- 
nected to the amplifier plate and one 
to the antenna. These rollers move to- 
gether as the coil is turned, but pro- 
vision is made for raising one of the 
rollers out of contact to allow the 
distance between contacts on the coil 
to be adjusted as required. Several 
antenna coupling condensers are pro- 
vided to accommodate the various 
types of antennas which may be in- 
stalled on different planes. 

An antenna relay is included in the 
transmitter to switch the antennas 
from the receiver to the transmitter. 
This relay is associated with the ctr- 
cuit that starts the dynamotor so that 
the antenna is switched whenever the 
microphone switch is pressed with the 
control key in the telephone position, 
or whenever the control key is in 
either of the telegraph positions. 

While this transmitter was de- 
signed primarily for the private flyer 
for use in conjunction with the 17A 
Radio Receiver, its small size, light 
weight and simplicity of operation 
make it suitable for other applications 
where space is limited and high power 
is not essential, as on harbor craft. 


*REcorD, September, 1935, p. 
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A Bend Tester for Vacuum Tube Wires 


By W. J. FARMER 


Materials Engineering 


VACUUM tube that spends its 
days and nights in a telephone 
repeater, firmly mounted in a 

steel-and-concrete building, has a 
much easier life than its fellow in a 
radio set, jostled and bounced in an 
airplane or a police car. With the 
growing use of Western Electric tubes 
in these mobile installations, more 
severe requirements had to be met by 
the mechanical structure of the tubes. 
Strains encountered in handling and 
shipping the tubes must be withstood, 
while too much rigidity of the in- 
ternal structure tends to transmit to 
the electrodes vibrations encountered 
in service and so to produce micro- 
phonic noise-currents. In manufac- 
ture, the growing complexity of tubes 
calls for close and accurate spacing 
between elements. These are sup- 
ported from the glass 
envelope by wires bent 
into the desired form 
by a tool or mechanism 
which is so designed 
that when its force is 
removed the wire will 
spring back exactly to 
the proper configura- 
tion. Thus considera- 
tions of manufacture, 
shipment and use all 
require close control of 
the stiffness of the sup- 
porting wires. 

Over many years the 
hardness of wires for 
vacuum tubes has been 
designated by manu- 
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facturers as “‘quarter-hard” or ‘“‘one 
hole hard” and some such designation 
has been used in purchase specifica- 
tions. For the purchaser to check a 
specimen of wire against this sort of 
description was impossible. Feeling 
the need for a test which could be 
readily applied by both buyer and 
seller, and which should have some 
relation to the actual use of the wire, 
the Vacuum Tube Development De- 
partment investigated a number of 
such tests which had been proposed 
by manufacturers or users of wire. All 
of these had limitations which made it 
difficult to reproduce their results. 
Eventually a machine was designed 
to bend a sample by the force of a 
known and reproducible impact, and 
a model was, built:in the Development 
Shop of the Laboratories. .The}com- 


D. A. §. Hale of the Vacuum Tube Development Department 
with his early model of the bend tester for vacuum tube wires 
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mercial design of such a machine, to 
cover the complete diameter . and 
length range of support wires in 
which we were interested, was under- 
taken by the Materials Engineering 
group. The resulting machine is shown 
in the illustrations; it is designed pri- 
marily for measuring the bend which 
a test sample will receive when struck 
by a mass falling from a given height. 
The dial gives the bend in degrees. 
Support wires whose temper lies 
within the useful range, whose lengths 
range from one to five centimeters, 
and whose diameters are from 0.003 
to 0.125 inches can be tested. The 
energy of impact may be varied in 
two ways: first, by increasing the 
angle through which the pendulum 
falls from 20 degrees to 120 degrees in 
half-degree steps and, second, by 
maintaining a constant angle of fall 
of the pendulum but varying the 
distance from the center of the pendu- 
lum weight to the center of rotation. 
The machine weighs approximately 
twenty pounds and occupies a space 
of approximately one cubic foot. A 
handle is incorporated which affords 


A sample is clamped in the jaws by turning 
the knurled knob at the top, and the pendu- 
lum 1s then released from the latch 


ease in carrying the tester to any loca- 
tion in the shop, inspection depart- 
ment or laboratory. The only adjust- 
ment necessary before making a test, 
besides setting the pendulum weight 
and the angle of fall, is to level the 


Specimens of pure annealed nickel wire after testing. The larger samples are 0.050-inch 
wire; the smaller, 0.020-inch. The angle of fall was adjusted to give approximately a 
40-degree bend in each case. In each group, the angle fell within a range of + degree 
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machine; this is accomplished by 
manipulation of the levelling screws 
and is indicated by spirit levels. 
The procedure in conducting an in- 
spection test on a shipment of wire as 
received from a source of supply may 
be briefly described as follows: Upon 
referring to the specification under 
which the material was purchased, 
the striking edge is located on the 
pendulum arms to the specified dis- 
tance from the edge of the jaws and 
the latch device which holds the pen- 
dulum is set at the specified angle of 
fall. The test sample is then clamped 
vertically between the jaws. The re- 
lease latch is operated and the pendu- 
lum falls, striking and bending the 
sample. Since the pendulum must 
strike the specimen only once, it is 
arrested manually as it swings back. 
The final step in the test is to move 
the pendulum toward the bent speci- 
men until contact is indicated by 
lighting of a lamp, or a click heard in a 
telephone receiver. The amount of the 
bend is then read di- 
rectly from the dial 
with the aid of the pen- 
dulum index pointer. 
Experience has shown 
that the angle of fall 
and the distance from 
the striking edge to the 
jaw should be so ar- 
ranged that the result- 
ant angle of bend of the 
sample will be some- 
where between thirty 
and sixty degrees. 
Since the reliability 
of the method depends 
on the constancy of ve- 
locity of the pendulum, 
it is important that 


system turns in two self-aligning ball 
bearings. Were friction entirely ab- 
sent the pendulum when swinging 
freely would rise to the same height 
as that from which it fell. A series of 
tests showed that the pendulum re- 
gained from 90.3 to 99.6 per cent of 
its initial height, the lower values 
being recorded for smaller initial 
heights and shorter radii of the strik- 
ing edge. In all cases where the drop 
was from an angle of 50 degrees or 
more, the height regained was greater 
than 9§ per cent. 

In order to determine whether or 
not results obtained with this ma- 
chine are satisfactorily reproducible, 
specimens of straight, dead soft an- 
nealed nickel wire were tested at 
various lengths. Some of the bent 
specimens, illustrating the uniformity 
of the test, are shown in Figure 1. 

This machine can be used for con- 
trol of hardness of temper of material 
for vacuum tubes, and for analysis of 
these materials after they have passed 


friction should be both The bend tester with its accessories: a head receiver and an 


small and constant. To  extra-heavy pendulum weight for large specimens. A number 
of test-specimens appear in the foreground 


this end the pendulum 
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through manufacturing processes or 
have been in service for a period of 
time. It will also satisfactorily test 
wire of any temper or composition as 
well as sheet material three-eighths 
of an inch or less in width, the testing 
procedure being the same as described 
for the vacuum tube support wires. 

At the annual meeting of the Ameri- 
can Society for Testing Materials, 


Contributors 


H. T. WitHeELM joined the Electrical 
Measurements group of the Laboratories 
in 1922. In 1924 he left to complete his 
studies at the Cooper Union Institute of 
Technology, working at the Laboratories 
during the two following summers. Upon 
graduation in 1927 with a B.S. in E.E. 
degree, he resumed his work with the 
Electrical Measurements group. He has 
since been engaged in measurement and 
calibration work, preparation of testing 
specifications, and in the design and de- 
velopment of impedance bridges. During 
this time he has taken graduate work in 
physics and electrical engineering. 

Durinc THE summer of 1923 while still 
enrolled at the University of Michigan, 
Charles R. Burrows worked at Rocky 
Point in the development of the long- 
wave transatlantic radio transmitter. On 
receiving the degree of B.S.E. in electrical 
engineering in 1924, he returned to the 
Laboratories and undertook the design of 
the test oscillator for the Rugby long- 
wave transmitter. He began research on 
short-wave radio with the inception of in- 
tensive work along these lines. His 
analyses of short-wave propagation to 
Europe and South America formed the 
basis on which these short-wave trans- 
oceanic services were established. The 
article in this issue of the Recorp gives 
some of the propagation characteristics of 
ultra-short waves. He has also developed 
methods of measuring the amount of 
phase modulation in the output of a radio 


transmitter and was in charge of a theo- 
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held in Detroit during June of this 
year, the bend tester was exhibited 
and demonstrated. Much interest was 
shown at the time, and the machine 
has been recommended by a subcom. 
mittee of that Society for the testin 
of vacuum tube support wires. Tests 
of magnet wires have shown that the 
machine offers promise as a specifi- 
cation instrument in that field. 


to This Issue 


retical investigation of multiple tuned 
antennas which resulted in means of pre- 
dicting the transmission characteristics of 
this type of antenna. In 1927 he received 
the degree of A.M. in Physics from 
Columbia for studies conducted there on 
a part-time basis. This June the Univer- 
sity of Michigan conferred on him the 
degree of Electrical Engineer. 

FoR OVER THIRTY YEARS F, F. Lucas 
has been engaged in activities associated 
with telephone work. After operating ex- 
perience with various companies, in 1910 
he joined the Western Electric Company. 
While in charge of inspecting timber 
products for this company he purchased 
a microscope to study the product and 
thereby started work in the field of mi- 
croscopy which he has pursued with such 
brilliant success for the past twenty years. 
His improvements in technique have 
greatly increased the magnification used 
in high-power microscopy and he is also 
responsible for the practical development 
of ultra-violet-microscopy. In the course 
of this work he originated and designed, in 
codperation with the staff of the Zeiss 
Company, the largest and most powerful 
microscope in the world for the study of 
metal structure. These developments have 
been of vital importance in studies of the 
microstructure of materials used in the 
telephone plant. Dr. Lucas was given the 
degree of Sc.D., honorary, in 1931. He 
holds four medals for outstanding contri- 
butions to the field of photo-micrography. 

For SLIGHTLY more than a year in 1923- 
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1924 F. B. WoopwortH was a member of 
the Research Department. He left in 
September, 1924, for Schenectady and 
started on the Electrical Engineering 
course at Union College. For three sum- 
mers while at college he worked with the 
New York Telephone Company. Follow- 
ing his graduation in 1928 he became a 
member of the Radio Development group 
and worked on radio-beacon and aircraft 
radio-telephone development at Hadley 
Field. At present he is engaged on the 
development of radio-telephone apparatus 
for harbor craft. Mr. Woodworth’s trip 
to Alaska in connection with a trial in- 
stallation of the radio telephone on the 
fishing boats of Libby, McNeil and Libby, 


described in this issue, took place during 


C. R. Burrows 


F. F. Lucas 


the past summer from May g to August 5. 
R. S. Barr graduated from the Elec- 
trical Engineering course of Newark 
Technical School in 1915 and came to 
West Street the following year. In 1917 
he joined the Research and Inspection 
Division of the Signal Corps and spent 
the following two years in France. On re- 
turning to the Laboratories he entered 
the Research Department where he en- 
gaged in radio development. In 1922 he 
went to Rio de Janeiro for a year where 
he was engaged in two-way radio com- 
munication and broadcasting in connec- 
tion with the Centennial Exposition cele- 
brating the independence of Brazil. At 
the present time he is supervisor of the 
group developing aircraft transmitters. 


F. B. Woodworth 
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Mary K. Corr 
143 


Mary K. Corr became a member of © 


the headquarters staff of the American 
Telephone and Telegraph Company in 
1921. Until 1932 her work was connected 
with the development of loading for tele- 
phone circuits. About the middle of that 
year when she was transferred to the high- 
frequency transmission group, an investi- 
gation was under way of the nature of 
earth currents and their relation to mag- 
netic conditions and radio transmission. 
The article in this issue of the Recorp 
indicates the nature and results of this 
study on which she has continued to 
spend much of her time since she became 
associated with the Laboratories in 1934. 
Miss Corr was graduated from Hunter 
College with a B.A. degree. 

S. C. Hicur received the B.S. degree in 
Electrical Engineering from the Univer- 
sity of California in 1930, and at once 
joined the Technical Staff of the Labora- 
torics. Here with the radio research group 
he engaged in the study of quartz-crystal 
oscillators and their associated circuits, 
and at the same time took post-graduate 
work at Columbia, receiving the A.M. 
degree in Physics in 1934. He is still as- 
sisting the research on crystals that has re- 
cently resulted in radical improvement in 
the temperature coefficient of frequency. 


Upon RETURNING from overseas Service 
with the American Expeditionary Forces 
W. J. Farmer entered Pratt Institute 
from which he graduated in 1922, Then 
entering the Specifications Group of the 
Laboratories, he prepared specifications 
for the manufacture of general and special 
apparatus. With the organization of the 
Materials Engineering Group in 1924 he 
transferred to it, and for several years has 
acted as a consultant for other groups on 
problems relating to aluminum and its 
alloys. Among these were the selection of 
the proper alloy, its heat treatment and 
the manufacturing processes for dia- 
phragms used in various microphones and 


transmitters. He took an active part in 


the development and manufacturing tech- 
nique for the production of the high 
strength aluminum alloy used in the 
various light valve ribbons for sound 
pictures. This development he described 
in the Recorp for January, 1929. 
From June, 1931, to October, 1933, he 
was connected with the Apparatus Analy- 
sis Group. Recently he has been con- 
cerned with development problems on 
cable sheathing materials, fatigue studies 
and general test methods as well as the de- 
sign of special testing equipment and field 
studies of strain in aerial cable sheathing. 
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